License Status 

Active 

Active (Probation) 

Total 

Emergency Medical Technician 

1624 

2 

1626 

EMT - Cardiac 

2072 

3 

2075 

ERS - Endotracheal Intubation 

1919 



Paramedic 

486 


486 

Total 

4182 

5 

4187 









Total (less Active % Total (less 
Probation) Active Probation) 


38.83 

1624 

38.83 

49.56 

2072 

49.55 

n 

11.61 

486 

11.62 

100 

4182 

100 









